PHILIP MORRIS USA 

CONFIDENTIAL 


1998 RESOURCE PROJECTION 
MASSACHUSETTS REGULATIONS 

MANDAYS 


SAMPLE RECEIVING (75 BRANDS) 1.0 

SAMPLEPREP (50 PACKS/BRAND) 

PACK OPENING (1 HR/BRAND) 10.0 

TAPING (0.5 HR/BRAND) 5.0 

VENTILATION/CIRCUMFERENCE (1 HR/BRAND) 10.0 

TAR/NICOTINE SMOKING (95 SMOKING RUNS) 

RUN PREPARATION : (0.3 HRS/RUN) 4.0 

SMOKING TECHNICIAN : (2.5 HRS/RUN) 32.0 

FILTER PAD TRANSFER : (0.25 HRS/RUN) 3.2 

GC LAB : (0.5 HRS/RUN) 6.5 

SMOKING ANALYST : (0.25 HRS/BRAND) 2.5 

pH-in-SMOKE (@ 5 REPLICATES/SAMPLE) 

SMOKING TECHNICIAN : (0.4 HRS/REPLI) 20.0 

ANALYT. TECHNICIAN : (0.4 HRS/REP) 20.0 

DATA HANDLING / REPORTING 

TOTAL 116.2 
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